THE WITNESS:  I do.

JUDGE KOUTRAS:  And that's based on the fact that
what?  That they had a nonpermissible pump inby
the last open crosscut, and in the event the roof
fell or they had some kind of emission in there
that was the right mixture of air and methane,
they could have had an explosion.

THE WITNESS:  Based on the thinking that if you
were to have an interruption of ventilation in
that particular place.  You see, what is not shown
on that drawing, we talked a little when it was
first put up, there are two ventilation controls
that are not shown on that drawing right there.
Where the arrow says, "to power center," you would
have had a run through check curtain there used as
a ventilation control.  The pillar that the lift
has been started in #7 to 8 room also has a canvas
check curtain and line brattice installed as a
ventilation control right next to the gob.  Along
that #7 room you've got your gob.  You've got a
fall there.  You have an additional fall.  Take
that line brattice and check curtain down.  Your
air coming from 9 would go straight across.  It
would not go up in there where the pump switch is.
It would short the air away from that, possibly.

JUDGE KOUTRAS:  What led you to believe all those
things would have happened?

THE WITNESS:  The potential was there.  That's a
pillar section.  They're retreating.  That's
a retreat section, pillar section.

JUDGE KOUTRAS:  I get the impression that you found
that it was significant and substantial because,
if you hadn't done anything, once they started up,
all these potentials could have come to pass, and
they could have had some kind of an accident.

THE WITNESS:  I felt the potential was there, being
that close to the gob, workings.

JUDGE KOUTRAS:  Did you have occasion to inspect
any of those power cables, the one going to the
power center, the one to the pump switch?
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